NEW RIBBED 


UTICA “Cushion “Jhnv0oat” 


N E W moulded groove helps holding action by giving clear- 
ance at cutting edges and protects plastisol from wear. 


| NEW convenience and 


safety device for pliers 
\ | used for cutting electrical 
XK] and spring wire . . holds 


short end of wire during 
and after cutting. 


. NEW Ribbed 
%y,Plastic Cushion 


N EW Ribbed Feature; Plastisol 
Cushion is held securely and per- 
manently with milled serrations. 


Tool No. 41T-6 
with N EW RIBBED 
CUSHION THROAT 


Available Only on following Utica Tools: 


39T-7 41T-4 44ST-5 PLAIN CUSHION THROAT without milled 
AOT-7 A1T-5 46T-4 grooves applicable to any Utica Diagonal or 
Side Cutting Pliers. 
41T-6 
To order UTICA PLIERS with new ribbed Cushion Throat To order UTICA PLIERS with regular Cushion Throat 
use tool number and add T - i.e. No. 41T-6. use tool number and add N - i.e. No. 41N-6. 
*Patented 


UTICA DROP FORGE & TOOL 
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